Flat Panel Display 


Wide Aspect Ratio 17.3" Diagonal 


1600 x 1024 Native Resolution 


110 ppi Dot Pitch 


DESIGNED for 


A 


PCéiaAc 


miro displays, inc. 
888.647.6462 


The Radius® Artica Display 


is a bright, high resolution 


digital flat panel display 


with maximum sharpness 


and true 24-bit color. 


At a sleek 17 pounds and 


drawing less than 30 watts, 


Artica treads as lightly on 


the environment as it does 


on your desk. 


ARTICA 
radus (7 4\ 


www.mirodisplays.com 


radus 


SPECIFICATIONS 


PROFESSIONAL FLAT PANEL DISPLAY 


Panel 


Contrast Ratio 


Brightness 


Viewing Angle 


Max Resolution 


Signal Connector 


Power Supply 


Power Consumption 


Environmental Range 
(Operating) 


Dimensions (WxDxH) 


Weight 


FEATURES 


Wall or custom mount 
Universal power supply 
Tilt-and-swivel base 


17.3" (17.3" viewable) TFT 
Active Matrix LCD Panel 


350:1 
235 (cd/m2) Typical 
120° horizontal; +45°/-55° vertical 


1600 x 1024 (also available 640 x480 
800 x 512, 800 x 600, 1280 x 1024) 
Pixel response time 40ms rise + fall 


Open LDI via included Number 9 
Revolution IV display card 


100-240 Vac @ 50/60Hz 
EPA Energy Star compliant 


On Mode: <30W Standby: <2.5W 
Suspend: <2.5W 


50 to 95 deg. F (10 to 35 deg. C) 
20%-95% humidity (noncondensing) 


17.9 x 3.0 x 18.4" 
455mm x 76mm x 467mm 


Net: 16.1 Ibs. (7.2 kg) 


17.3" TFT active matrix LCD panel 

1600 x 1024 resolution at 60 Hz, 110 dpi 

Included Number 9 Revolution IV display card 
Compatible w/ PCI bus & AGP for PCs 

Compatible w/ PCI bus Power Mac 

16.7M displayable colors (24-bit true color, no dithering) 
Wide viewing angle (120° horizontal; +45°/-55° vertical) 
User adjustable white balance from 5000°K to 7000°K 


TCO'95 compliant, EPA Energy Star compliant 
VESA Display Power Management Signaling (DPMS) compatible 
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USER CONTROLS 
e Brightness 
e White balance 5000°K - 7000°K 


REGULATORY APPROVALS 


FCC Part 15 Class B, CISPR 22 Class B, MPR-III, 
VCCI Class B, CE Mark, EPA Energy Star, TCO 95, 
UL, CSA, TUV 


RESOLUTION 
Mode Screen Refresh Rate 
1640 x 1024 60Hz 
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PCéeMac 
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Radius is a registered trademark of miro displays, inc. All products and brand names are registered trademarks of their respective companies. Specifications subject to change without prior notice. 


